50      DOCKETED ITEMS

V. Operator Examinations

9107300295 Forwards rept of false negative blind urine drug screen. Analysis correctly
identified marijuana but did not confirm presence of cocaine.Repeat analysis correctly
identified cocaine.Procedures implemented to prevent recurrence.
TUCKMAN.M.S. Duke Power Co. 91/07/23. Document Control Branch (Document
Control Desk). 4pp. 58605:273-58605:276.

H. Genera! correspondence

9107150339 Requests removal of listed address from NRC mailing list for all documents
excepts for documents prepared per Natl Environ Policy Act for projects in New Eng-
land states.

HIGGINS.E. Environmental Protection Agency. 91/07/09. Office of Nuclear Reactor
Regulation, Director (Post 870411). 11pp. 58458:261-58458:310.

DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION

F. Security, medical, emergency & fire protection plans

9107180224 Corrected Rev 25 to OP 3503, "General Emergency."

* Yankee Atomic Electric Co. 91/06/12. 7pp. 58497:319-58497:325.

9107030052 Notification of significant licensee meeting 91-83 w/util on 910702 in King
of Prussia.PA to discuss violations in security area.

ROGGE.J.F. Region 1  (Post 820201). 91/06/20. Region 1  (Post 820201). 5pp.
58265:062-58265:066.

9107010068 Forwards reactive security insp rept 50-271/91-17 on 910606- lO.Three
apparent violations identified.Due to violations, enforcement conference scheduled for
910702.

KNAPP.M.R. Region 1 (Post 820201). 91/06/21. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 6pp. 58247:094-58247:109.

-9107010071 Partially withheld insp rept 50-271/91-17 on 910606-10 (ref
10CFR73.21).Three apparent violations noted.Major areas inspected:followup on se-
curity event & mgt effectiveness.

DEXTER.T.W., EICHENHOLZ.H.. KEiMIG.R.R. Region 1 (Post 820201). 91/06/21.
10pp. 58247:100-58247:109.

9107050170 Change 91 to Rev 19 to EPIP OP 3507, "Emergency Radiation Exposure
Control."

* Vermont Yankee Nuclear Power Corp. 91/06/26. 23pp. 58385:271-58385:273.

9107050230 Forwards Safety Insp Rept 50-271/91-12 on 910421-0601.
LINVILLE.J.C. Region 1 (Post 820201). 91/06/26. MURPHY.W.P. Vermont Yankee
Nuclear Power Corp. 5pp. 58340:254-58340:280.

-9107050231 Insp Rept 50-271/91-12 on 910421-0601 .Major areas inspected: plant
operations.radiological         controls.maint         &         surveillance,         emergency
preparedness.security.engineering & technical support & safety assessment & quality
verification.
ROGGE.J.F. Region 1 (Post 820201). 91/06/26. 22pp. 58340:259-58340:280.

9107080030 Forwards addl info re EOPs in response to Licensed Operator Requaiifica-
tion Program evaluation & Insp Rept 50-271/91-02. Updates to procedure generation
package & EOPs will be used for training beginning on 911001.
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/07/01. Document Control
Branch (Document Control Desk). 22pp. 58395:202-58395:223.

9107150026 Forwards final SALP rept 50-271/89-99 for period 891001-910316.Contin-
ued superior performance noted in listed areas including plant operations.maint &
surveillance.emergency preparedness & engineering.

MARTIN.T.T. Region 1 (Post 820201). 91/07/03. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 5pp. 58403:046-58403:099.

-9107150034 Final SALP rept 50-271/89-99 for period 891001-910316. Overall per-
formance acceptable.

*  Region 1 (Post 820201). 91/07/03. 24pp. 58403:051-58403:099.

9107170025 Discusses 910702 enforcement conference re physical security insp 50-
271/91-17. List of meeting attendees & viewgraphs encl.

KNAPP.M.R. Region 1 (Post 820201). 91/07/10. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 35pp. 58427:094-58427:128.

9107230118 Forwards "Final Exercise AssessmenUoint State & Local Radiological
Emergency Response Exercise for Vermont Yankee Nuclear Power Station on
890823."

JOYNER.J.H. Region 1 (Post 820201). 91/07/10. MURPHY.W.P. Vermont Yankee
Nuclear Power Corp. 4pp. 58486:001-58486:173.

-9107050195 "Final Exercise Assessment,Joint State & Local Radiological Emergency
Response Exercise for Vermont Yankee Nuclear Power Station on 890823."

*  Federal Emergency Management Agency. 89/08/23. 170pp. 58486:005-58486:173.

9107230023 Forwards safety insp rept 50-271/91-14 on 910602-0701.
LINVILLE.J.C. Region 1 (Post 820201). 91/07/12. MURPHY,W.P. Vermont Yankee
Nuclear Power Corp. 5pp. 58479:232-58479:253.

-9107230030 Insp rept 50-271/91-14 on 910602-0701.Major areas inspected: plant
operations.radiological contrpls.maint & surveillance, emergency preparedness,security
& safety assessment & quality verification.
ROGGE,J,F. Region 1 (Post 820201). 91/07/12. 17pp. 58479:237-58479:253.

9107230176 Advises that temporary changes to physical security installation in conjunc-
tion w/mods of security gatehouse 2 acceptable,

JOYNER.J.H. Region 1 (Post 820201). 91/07/16. TREMBLAY.LA. Vermont Yankee
Nuclear Power Corp. 3pp. 58482:013-58482:015.

G. Adjudicatory correspondence

9107260073 Notice of prehearing conference.* Notice given that prehearing conference
re proposed extension of OL expiration date scheduled on 910806 in
Brattleboro.VT.W/Certificate of Svc.Served on 910723.

LAZO.R.M. Atomic Safety and Licensing Board Panel. #391 12027. 91/07/22. 3pp.
58536:199-58536:201.

P. Operating license stage documents & correspondence

9107050048 Forwards request for addl info re 910314 response to generic Itr 89-
10,suppl 3, "Consideration of Results of NRC Sponsored Tests of Motor-Operated
Valves."

FAIRTILE.M.B. Project Directorate 1-3. 91/06/25. TREMBLAY.LA. Vermont Yankee
Nuclear Power Corp. 5pp. 58298:202-58298:206.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107240268 Forwards amend 130 to license DPR-28 & safety evaluation. Amend in-
creases number of fuel assemblies approved for storage in spent fuel storage pool
from 2,000 to 2,870.

FAIRTILE,M.B. Project Directorate I-3. 91/07/10. TREMBLAY.LA. Vermont Yankee
Nuclear Power Corp. 7pp. 58521:326-58521:344.

-9107240270 Amend 130 to license DPR-28,increasing number of fuel assemblies ap-
proved for storage in spent fuel storage pool from 2,000 to 2,870.
WESSMAN.R.H. Project Directorate I-3. 91/07/10. 4pp. 58521:333-58521:336.

-9107240272 Safety evaluation supporting amend 130 to license DPR-28.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/10. 5pp.
58521:337-58521:341.

-9107240274 Notice of issuance of amend to license DPR-28 & final determination of
NSHC.Amend increases number of fuel assemblies approved for storage in spent fuel
storage pool from 2,000 to 2,870.
FAIRTILE.M.B. Project Directorate I-3. 91/07/10. 3pp. 58521:342-58521:344.

9107190174 Forwards response to NRC request for addl info resulting from 910703
telcon re Proposed Change 162, "Toxic Gas Monitoring Sys."

TREMBLAY.L.A. Vermont Yankee Nuclear Power Corp. 91/07/12. Document Control
Branch (Document Control Desk). 7pp. 58515:070-58515:076.

9107190079 Notification of 910731 meeting w/util in Rockville.MD to discuss routine
scheduling & prioritization.

FAIRTILE.M.B. Project Directorate I-3. 91/07/15. SHANKMAN.S.F. Project Directorate
I-3. 4pp. 58457:218-58457:221.

9107240098 Responds to station blackout rule safety evaluation rept. Util conforms to
station blackout rule & guidance of Reg Guide 1.155.NUMARC 87-00 & NUMARC 87-
00 supplemental questions/answers & 891227 major assumptions.
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/07/17. Document Control
Branch (Document Control Desk). 8pp. 58551:001-58551:008.

9107290203 Confirms agreement for util to host site visit by three member team led by
NRC official on 910730-31 .Objective of visit is to obtain info re local control stations.
FAIRTILE.M.B. Project Directorate I-3. 91/07/23. TREMBLAY.L.A. Vermont Yankee
Nuclear Power Corp. 5pp. 58584:349-58584:353.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & NoncompIianceV Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored,Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9107010068 Forwards reactive security insp rept 50-271/91-17 on 910606- lO.Three
apparent violations identified.Due to violations, enforcement conference scheduled for
910702.

KNAPP,M.R. Region 1 (Post 820201). 91/06/21. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 6pp. 58247:094-58247:109.

-9107010071 Partially withheld insp rept 50-271/91-17 on 910606-10 (ref
10CFR73.21).Three apparent violations noted.Major areas inspected:followup on se-
curity event & mgt effectiveness.

DEXTER.T.W..  EICHENHOLZ.H., KEIMIG.R.R. Region 1  (Post 820201).  91/06/21
10pp. 58247:100-58247:109.17.
